THE ACHENBACH MEMORIAL HOSPITAL-CLINIC 

HARDTNER, KANSAS 
The Second Cooperative Membership 
Hospital-Clinic in the United States. 

A modern, fireproof hospital and completely 
equipped clinic in the quiet and typically 
friendly rural Southwest 
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